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Was any other material reviewed? X Yes 


o No 




Comments 

* 

(Set forth by above question #, if applicable. 
Use “Additional Comments” Sheet, if needed) 


File #: 70-74575 


# 1 : With microscopic hair comparison, one cannot determine from the notes that the examination was conducted 


in an appropriate manner, 


#2: Documentation is poor. The notes are not dated, are in pencil and not ink and abbreviations are used that are 
difficult to interpret. The technician's notes do not document the recovery of hair from the Q items. Pubic hairs 


from the Q7 bed sheet were recovered t hat are different from the victim's and the suspect's pubic hair, but these 
were not reported. Head hairs from Q9 bed spread and Q 12 pillowcase were recovered that are different from the 


victim's and the suspect's pubic hair, but these were not reported. 


Review completed at: 10:30 AM (Time), 1 1/05/01 (Date) 

Total time spent conducting review (to nearest 1/4 hour): 



I hereby certify that I conducted this review in an independent, unbiased manner and that the results of my review 
are fully documented on this report consisting of a total j^f 3 pages. 
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